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THRU % Chief, Industrial Division, ORE 

Chief, Electrical Bqptpwni Branch, ORE 

Itapest for Recpirements, ORE 11213, A-H5-9B$~147 


Hi© following requirements are subE&ttels 
25X6A i, fhe fallowing infoimticn is desired concerning the 


25X6A 




&• Sis© and cotapositicn of the labor force, 
b. Quantity and value of individual coaaodities produced, 
e* Value of total output, 
d. History of plant, 

«• Personnel, 
f* 


condition or run dcmf 


(1) Machinery new or old, in 
origin of machinery. 


(2) Quality of raw aaterlals mi final products, 

(3) Design of products — modem or obsolete 
products of US or Western 


Research and development work in process.* 

f* flans for the future, 

(1) Expansion or contraction, 

42) Chang© in product adx, 

(3/ Modernisation, 

h# Ministerial and other adninistmtive subordination, 

1, Exact address and proper nasse (both in transliterated 
ihsngarian and English) , 

2* Ccxnparabl# Information (as in 1, above) is desired for any 
other installations saarnfaeturihg electrical products with which the 
•owe# Is familiar:, 

25X1 A9a 


25X1 A9a 

ORR/D/l/EE^^^:eeh/3697 (23 Apr 57) 
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